To:  Hull,  George[Hull. George@epa.gov] 

From:  Google  Alerts 

Sent:  Tue  8/11/2015  5:31:23  AM 

Subject:  Google  Alert  - epa 


epa 

As-it-happens  update  □ August  11, 2015 

NEWS 


We  misjudged  pressure  in  gold  mine  before  spill 

USA  TODAY 

GOLD  KING  MINE,  COLO.  — As  3 million  gallons  of  heavy-metal  laden  water  made  its  way  into  Utah  and 
headed  west  to  Lake  Powell,  Environmental  ... 
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